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By Appointment. - 

The Capercailzie or Capercaillie (tetrao urogallus), a 
genus of the Phasianiace family, is a species of grouse 
only more the size of a turkey, the average length being 
about 36 inches. It was at one time a native of Scotland, 
but seems to have become extirpated; it was, however, 
reintroduced in 1837. 
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